'uART 
AEROSPACE 


Dart Hawkesbury 
1270 Aberdeen 
St 
Hawkesbury, 
ON 
K6A 1K7 
Canada 
PURCHASE ORDER 
P0037967 


Tel (613) 632-5200 


Ship 
To: 
1270 Aberdeen 
Street 
Hawkesbury 
ON 
K6A 1K7 Canada 
Phone 
613-632-5200 


Supplier: 
RBR001-VC 
RBC Royal 
Bank - Visa 
Payment 
Centre, 
PO Box 4016, Stat. A 


Toronto 
ON 
M5W 
1X6 Canada 


$30.35 
$30.35/Ea 


1 Ea 
$30 35/Ea 
i 
$30.35 


1 Ea 
$30.35/Ea; 
$30.:35 
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1 Ea; 
$30.35/Ea 
i 
$30.:35 
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1 Ea i 


1 Ea; 
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PO No: 
P0037967 


PO Date: 
10/6/17 


Due Date: 
12/15/17 


Purchase 
Order 


~. 


Revision: 
~ft.~ 


Revision 
Date: 


Ship-To 
Contact: 
Phone: 


Via: 
Ground 


Pymt 
Terms: 
COD 


Freight 
Terms: 


Special 
Comments: 
Krayden 
P035494 


Firmed 
10/18/17 i 


IFirmed 
12/15/17! 


I 


..'-".-"-"~r~-.-"'-_.c 
L , .. 
iFirmedI11/17/17V 
1 Ea' 


, 
' 
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'592401 
1592401 
i 
iIndicator I,ndicator 
10 i 


i 10: 
. 


Line 
Item 
Note; Deliver 
to Gary 


4 


. 
............_ 
+.._ ..L _.1. 
. 
Line 
Item Note: Deliver 
to Gary 


2 


Line 
Item Note iDeliver 
to Gary 
. . 
! 


Plex 10/6/179.53 
AM Dart Baker. Diane 


$121.401 


Grand 
Total: 
! 
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• H. 


, 


CANADA 


MAILREMITTANCETO 
Unit130 - 6651 Elmbridge Way 
Richmond, BC V7C 5C2 
Phone: (800) 663-3271 
website: http://krayden.com 


Ship to: 


••""""""i 
J 
Extension 
" 


CANADA 


Bill to: 
COD BY CHEQUE 
COD BY CHEQUE 
DART AEROS~ACE LTD 
1270~ERDiE~~pTREET 
HAWKESBURY, ON 
K6A 
1K7 
CANADA 
Phone: 
(613) 
632-9577 
Fax: 
(613) 
632-1053 


l 
Ship 
via 
Account 
! 
FOB 
i 
Ship 
Via 
I.. 
Terms 
. 
.. 
) 
C_~_~-~~':~~ 
..~~_2.~~~2~2--"~.==.~~~~~~=C~==._~~~=-_. 
PUROLATOR COLLECT 
-~1~~=~.~=2i~ 
ON~~~ipT._ 
..':.=~=~~~-J 


i 
Customer/Order 
Instructions 


IRElEASEWill BE DONE.iuNIT.MONTHivFORTHEWHolE2011.......... 
. 
L. ~'A_~'_ 
.-- 
•••• ------------------ 
•• ----- 
••• - .• -"----"A'.lr"-" -----, ....---- 
..-..,-.-.,--..-- ..-.-.------- ..---~ .."'---------_ ..-'t-.,~---_._----------,-------...----,,-----------.--'.--.,,---...._, 
f 
Quantity 
r U/M :.~tem 
#: 
DeSl.7:~:Jj)t.:~on 


1 
EA 
10-INDICATOR-250ML 
HENKEL ST INDICATOR 
(250ML) 
SOLUBLE STARCH 
(592401) 
MSDS PREVIOUSLY 
SENT 
COC ATTACHED 
-- LOT NUMBERS 
Qty 
Lot 
1 
PB74387567 
REQUIRED DATE 
11/1712017 


DOM 
10/2412017 
DOE 
01/24/2018 


1111111111111111111111 1111111111111111111111111111111111111111111 
The products listed are considered ITAR or EAR controlled pursuant to 22 CFR Part 120/130 or 15 CFR Parts 730-774, respectively. Transfer 
of the products by any means to a non-US person, whether in the United States or abroad, a prohibited country, or for a prohibited end-use, without 
the proper U.S. Government authorization 
(e.g., License, exemption, NLR) is strictly prohibited. Reference the description for individual 
item classifications. 
Customer is responsible for obtaining any required export licenses or authorizations. 


__ 
. 
Krayden. Inc. terms and conditions apply to all orders and can be viewed at http://krayden.com/terms-and-conditions. 


Certificate of Conformance:We 
celtify that the materials fum-ished-have oeen manufacffiredin-accordance-with-applicable.manufacturillg 
.specifica.tiQI 
and conforms to the purchase order. Physical and chemical data pertaining to this order are available for inspection at the manufacturer. 


This certificate is valid unsigned. 
Q/C Signature: 


Henkel Corporation 
2515 
Meadowpine 
Blvd 
Mississauga, 
Ontario L5N 6C3 


Certificate 
of Analysis 


DATE 
15/November/2017 
PAGE 
1 from 
1 


Contact Person: Nicole Masters 
Phone: (905) 814-6511 
Ext. 4672. 
Fax: (905) 814-5391 


Attention 
of: 
EB Peerless Ltd 
A Krayden Company 
(ATA-Aerospace-USD) 
2430 
Lucknow 
Dr Unit 12 & 13 
Mississauga 
ON 
L5S 1V3 


YOUR ORDER: 
DATE OF ORDER: 
DELIVERY NOTE: 
DELIVERY POSITION: 
CUSTOMER NO: 


56615 
31/0ctober/2017 
94198935 
900001 
1563372 


Material: 
Material-No: 
Batch no: 


Quantity: 
Expiration 
date: 
Production 
date: 


Specification 


Appearance 
CLOUDY WHITE LIQUID. 
Spot Test 
Generic 
PASS/FAIL 


INDICATOR 10 (250 ML) 
592401 
PB74387567 


1.000 
EA 
90 Days from the Production 
Date 
24/0ctober/2017 


Analysis 


OK 


OK 


Specification 
Dimens. 


The above data represent the results of our quality 
assessment. They do not free the purchaser from his own quality 
check nor do 
they 
confirm 
that 
the product has certain properties 
or is suitable for a specific 
application. 


(This certificate 
is created by an electronic 
system 
and is validwithout 
a signature). 


Henkel Corporation 
www.henkel.com 
Tel.: (905) 814-6511 
Fax.: (905) 814-5391 


.,', t 
o"!,. -~ 
Certificate 
of Conformance 


Attention 
of: 
EB Peerless Ltd 
A Krayden Company 
(ATA-Aerospace-USD) 
2430 
Lucknow 
Dr Unit 
12 & 13 
Mississauga 
ON 
L5S 1V3 


DATE 
PAGE 


YOUR ORDER: 
DATE OF ORDER: 
DELIVERY NOTE: 
QUANTITY 
SHIPPED: 
DELIVERY POSITION: 
CUSTOMER 
NO: 


15 November 
201 7 
1 of 1 


56615 
10/31/2017 
94198935 
1 EA 
900001 
1563372 


Material: 
Material-No: 
Item number 
Batch no: 
Manufacture date: 
Use by: 
Storage Conditions: 


INDICATOR 
10 (250 
ML) 
592401 
592401 
PB74387567 
10/2017 
01/2018 


It is hereby certified 
that, 
at the time of manufacture, 
all materials herewith 
furnished 
were tested to the appropriate specification 
requirements 
- Loctite, 
military 
and/or customer. 


The data contained 
herein are furnished 
for information 
only and are believed to be reliable. We cannot 
assume responsibility 
for the 
results obtained 
by others over whose methods we have no control. 
It is the user's responsibility 
to determine suitability 
for the user's 
purpose of any production 
methods 
mentioned 
herein and to adopt such precautions 
as may be advisable for the protection 
of property 
and of persons against any hazards that may be involved 
in the handling and use thereof. 
In light of the foregoing, Henkel Corporation 
specifically 
disclaims all warranties 
expressed or implied, including warranties 
of merchantability 
or fitness for a particular 
purpose, 
arising from sale or use of Henkel Corporation's 
products. 
Henkel Corporation specifically 
disclaims 
any liability for consequential 
or 
incidental 
damages of any kind, including lost profits. 
The discussion herein of various processes or compositions 
is not to be 
interpreted 
as representation 
that they are free from domination 
of patents owned 
by others 
or as a license under any Henkel 
Corporation 
patents 
that 
may cover such processes or compositions. 
We recommend that 
each prospective 
user test his proposed 
application 
before repetitive 
use, using this data as a guide. This product may be covered 
by one or more United States or foreign 
patents 
or patent 
applications. 


* * * This certificate 
was electronically 
generated based upon Henkel internal controls 
and does not include a signature. 
* * * 


Tel.: (860) 571-5100 
Henkel Corporation 
www.loctite.com 
-- 
-~- -- - 
--- -- --- -- --- --- -- ---~ 
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'-~ART 
AEROSPACE 


Dart Hawkesbury 
1270 Aberdeen 
St 
Hawkesbury, 
ON 


K6A 1K7 
Canada 


PURCHASE 
ORDER 
P0037967 


Tel (613) 632-5200 


Supplier: 
RBR001-VC 
RBC Royal 
Bank - Visa 
Payment 
Centre, 
PO Box 4016, Stat 
A 


Toronto 


ON 
M5W 
1X6 Canada 


PONo: 


PO Date: 


Due pate: 


Purchase 
Order 


Revision: 


Revision 
Date: 


Ship-To 
Contact: 


P0037967 


10/6/17 


12/15/17 


Phone: 


Line 
Item 
Note i Deliver 
to Gary 


Line 
Item 
Note 
Deliver 
to Gary 


4 


$30.35 


Extend,ed 


Price 


$30.35 


Unit 
Price 
(CAD) 


1 Ea! 
$30.35/Ea! 


1 Ea 
$30.35/Ea 


q0~v~r? 
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$121.40 
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o Ea 
1 Ea 


Plex 10/6/179.53 
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Via: 
Ground 
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Special 
Comments: 
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P035494 
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1270 Aberdeen 
Street 
Hawkesbury 
ON 
K6A 1K7 Canada 
Phone: 
613-632-5200 


Line 
Item 


Ship 
To: 


I 


I 
I. 
Line 
Item 
Note 
Deliver 
to Gary 
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Line 
Item 
Note, 
Deliver 
to Gary 
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CANADA 


MAILREMITTANCETO 
Unit 130 - 6651 Elmbridge Way 
Richmond, BC V7C 5C2 
Phone: (800) 663-3271 
website: http://krayden.com 


PACKING SLIP 
.(~~d~~";~~;\(925109-8 
I....................... 
t--..-.-----.-- 
i Printed 
Date 
01/0212018 
i 
- 
--------.--- 
i Ordered Datee 
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..---------------_._--~----- 
\ 
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) 
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DOM 
11/04/2017 


Ship to: 


NKEL ST INDICATOR 
(250ML) 
SOLUBLE STARCH 
(592401) 
MSDS PREVIOUSLY 
SENT 
**Country 
of Origin: 
EA 
-- LOT NUMBERS 
Qty 
Lot 
1 
PB74593600 
REQUIRED DATE 
12/15/2017 


EA 
10-INDICATOR-250ML 
o 
1 


CANADA 


1 


Bill to: 
COD BY 
CHEQUE 
COD BY 
CHEQUE 
DART AEROSPACE LTD 
1270 
ABERDEEN STREET 
HAWKESBURY, 
ON 
K6A 
1K7 
CANADA 


Phone: 
(613)632-9577 
Fax: 
(613)632-1053 
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Via 
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111111111111111111111111111 
111111111 1111111111111111111111111 1111 
TIi~ products listed are considered ITAR or EAR controlled pursuant to 22 CFR Part 120/130 or 15 CFR Palis 730-774, respectively. Transfer 
of the products by any means to a non-US person, whether in the United States or abroad, a prohibited countlY, or for a prohibited end-use, without 
the proper U.S. Government authorization 
(e.g., License, exemption, NLR) is strictly,prohibited. 
Reference the description for individual 
item classifications. 
Customer is responsible for obtaining any required export licenses or authorizations. 


Kravden. Inc. terms and conditions apply to aU orders and can be viewed at http://krayden.com/terms-and-conditions. 


Certi ficate of Conformance: We certi fy that. the materials..furnished..hav.e.been-manufaGtured'in-accordance 
with'applicableman 
ufacturi ng specificatiol . 
-andconforms-to'tne"purciiaSe 
order.~Physical and chemical data peliaining to this order are available for inspection at the manufacturer. 


This celiificate is valid unsigned. 
Q/C Signature: 


Certificate 
of Analysis 


Contact 
Person: Nicole Masters 
Phone: (905) 
814-6511 
Ext. 4672. 
Fax: (905) 
814-5391 


Henkel Corporation 
2515 
Meadowpine 
Blvd 
Mississauga, 
Ontario L5N 6C3 


Attention 
of: 
EB Peerless Ltd 
A Krayden Company 
(AT A-Aerospace-USD) 
2430 
Lucknow 
Dr Unit 
12 & 13 
Mississauga 
ON 
L5S 1V3 


DATE 
PAGE 


YOUR ORDER: 
DATE OF ORDER: 
DELIVERY NOTE: 
DELIVERY POSITION: 
CUSTOMER NO: 


21/November/2017 
1 from 
1 


56671 
08/November/2017 
94205911 
900001 
1563372 
. 


Material: 
Material-No: 
Batch 
no: 


Quantity: 
Expiration 
date: 
Production 
date: 


Specification 


Appearance 
CLOUDY WHITE LIQUID. 
Spot Test 
Generic 
PASS/FAIL 


INDICATOR 
10 (250 ML) 
592401 
PB74593600 


1.000 
EA 
90 Days from the Production 
Date 
04/November/2017 


Analysis 


OK 


OK 


Specification 
Dimens. 


The above data represent the results of our quality 
assessment. They do not free the purchaser from his own 
quality 
check nor do 
they 
confirm 
that the product 
has certain properties or is suitable for a specific 
application. 


(This certificate 
is created by an electronic 
system 
and is validwithout 
a signature). 


Henkel Corporation 
www.henkel.com 


Tel.: 
(905) 814-6511 
Fax.: (905) 814-5391 


